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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) (AW A), as 
described below. 


Date of Violation: April 21, 2011 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). 

(b) Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care 
that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, 
and the availability of emergency, weekend, and holiday care; 

You failed to provide adequate veterinary care and use appropriate methods to prevent, 
control, diagnose and treat diseases and injuries for the dogs in your facility. During 
an inspection conducted on the above date, APHIS observed the following: 

1) In primary enclosure #7, an unidentified white female Poodle with a brown, crusty 
substance caked to the lower portion of the exterior right eye. The outer portion 
surrounding both eyes was pink; 

2) In primary enclosure #7, a second unidentified white female Poodle with a thick 
yellowish discharge from both eyes, that was squinting; 

3) In primary enclosure #10, an unidentified, fawn colored, adult female Pug with a 
yellowish-green discharge covering 100% of the left eye and approximately 50% of 
the right eye; 

4) In the center enclosures, right side, in a westerly direction, an unidentified adult 
male Pug with a cloudy red film covering approximately 75% of the right eye; and 

5) In primary enclosure #13, an unidentified male Brussels Griffon suffering hair loss 
from the area above his shoulders and down his back, and on the left hind foot, with 
thinning hair covering approximately 40% of his entire body. 

Date of Violation: April 21, 2011 
9 C.F.R. § 2.50(a)(1) Time and method of identification. 

(a) A class “A” dealer (breeder) shall identify all live dogs and cats on the premises as follows: 
(1) All live dogs and cats held on the premises, purchased, or otherwise acquired, sold or 
otherwise disposed of, or removed from the premises for delivery to a research facility or 
exhibitor or to another dealer, or for sale, through an auction sale or to any person for use as a 
pet, shall be identified by an official tag of the type described in § 2.51 affixed to the animal's 
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neck by means of a collar made of material generally considered acceptable to pet owners as a 
means of identifying their pet dogs or cats, or shall be identified by a distinctive and legible 
tattoo marking acceptable to and approved by the Administrator. 

You failed to properly identify all live dogs on your premises. During an inspection 
on the above date, APHIS identified approximately thirty-eight (38) adult dogs in your 
facility without any type of approved USDA identification. 


Date of Violation: April 21, 2011 

9 C.F.R. § 3.6(a)(2)(i) Primary enclosures. Primary enclosures for dogs and cats must meet the 
following minimum requirements: 

(a) General requirements. 

(2) Primary enclosures must be constructed and maintained so that they: 

(1) Have no sharp points or edges that could injure the dogs and cats; 

You failed to provide primary enclosures constructed and maintained in a manner that 
precludes them having sharp points or edges that could injure your dogs. During an 
inspection conducted on the above date, APHIS observed the chain link fence dividers 
between primary enclosures #3 and 4 had separated from the bottom rail. This 
separation caused sharp points of the wires to protrude into both primary enclosures. 
APHIS also observed a piece of tin connected to the bottom of the chain link panel 
(located in primary enclosure #11) had deteriorated to the point where sharp points of 
metal protruded into the enclosure. 

Date of Violation: August 11, 2011 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). 

(b) Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care 
that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, 
and the availability of emergency, weekend, and holiday care; 

You failed to provide adequate veterinary care and use appropriate methods to prevent, 
control, diagnose and treat diseases and injuries for the dogs in your facility. During 
an inspection conducted on the above date, APHIS observed the following: 

1) A female Pug (microchip #0A0-1500-855) with two (2) areas approximately one 
and a half inches (1 Vi ”) in diameter on the top and back of her head missing hair and 
skin and giving a greasy appearance. 

2) A male Brussels Griffon (microchip #107-332-529) with approximately a three 
inch (3”) in diameter patch on the throat missing hair and skin and giving a greasy 
appearance. 


Date of Violation: August 11, 2011 

9 C.F.R. § 3.11(d) Cleaning, sanitization, housekeeping, and pest control. 

(d) Pest control. An effective program for the control of insects, external parasites affecting dogs 
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and cats, and birds and mammals that are pests, must be established and maintained so as to 
promote the health and wellbeing of the animals and reduce contamination by pests in animal 
areas. 


You failed to establish an effective program for the control of insects and parasites 
affecting dogs. On the above date, APHIS found twelve (12) ticks on the chest and 
abdomen of an unidentified male Boston Terrier. 


Date of Violation: December 6, 2011 
9 C.F.R. § 3.4(b)(4) Outdoor housing facilities. 

(b) Shelter from the elements. Outdoor facilities for dogs or cats must include one or more 
shelter structures that are accessible to each animal in each outdoor facility, and that are large 
enough to allow each animal in the shelter structure to sit, stand, and he in a normal manner, and 
to turn about freely. In addition to the shelter structures, one or more separate outside areas of 
shade must be provided, large enough to contain ah the animals at one time and protect them 
from the direct rays of the sun. Shelters in outdoor facilities for dogs or cats must contain a roof, 
four sides, and a floor, and must: 

(4) Contain clean, dry, bedding material if the ambient temperature is below 50 °F (10 °C). 
Additional clean, dry bedding is required when the temperature is 35 °F (1.7 °C) or lower. 

You failed to provide adequate shelter and clean, dry bedding material to protect your 
dogs from the elements. During an inspection conducted on the above date, APHIS 
observed that in primary enclosure #17, housing an adult Boston Terrier and an adult 
Pug, over half the plastic flooring was visible inside the plastic shelter. The ambient 
temperature at the time was measured at 28 degrees F and no other heating device was 
present. 

The penalty for the alleged violation(s) described above is $3,286. 
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